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Ultra Lights: 6 mg 'tat.* O.S mg nicotine—Lights: II mg *tar.‘ 0 8 mg 
nicotine—Kings: 16 mg 'tar.* 11 mg mcotine-Menthol: 16 mg 'tar.' 
1.1 mg nicotine—100's: 16 mg 'tar.* 1.2 mg nicotine—Non-Filter: 

25 mg 'tar.* 1.6 mg nicotine at. per cigarette by FTC method 


SURGEON GENERAL'S WARNING: Smoking 
Causes Lung Cancer. Heart Disease. 

| Source: httpaflimiL^ 
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